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Message Text 


LIMITED OFFICIAL USE SAN SALVADOR 4145 

PANAMA FOGMOIC/RTC AND RSS FROM RSO; DEPT FOR A/SY/OPS/T 

E.O. 11652: N/A 
TAGS: ASEC, ASUP, ES 

SUB J : PROTECTIVE COUNTERMEASURES - SAN SALVADOR 
REF: (A) STATE 196156, (B) SAN SALVADOR 3909 

1 . SPECIFIC DESCRIPTIONS OF VEHICLES REQUIRING LEXAN 
INSTALLATION AT AMEMBASSY SAN SALVADOR ARE AS FOLLOWS: 

1974 FORD TORINO 4-DR-40J97; 1977 PLYMOUTH FURTY 4-DR~24,865; 

1978 CHEVROLET MALIBU 4-DR- 3,563; 1977 PLYMOKWO VOLARE 4-DR 
(NEW CAR). 

2. THIS LAST VEHICLE IS A REPLACEMENT VEHICLE FOR DATT AND WILL 

BE ON POST WITHIN FIVE WEEKS. DATT REPORTS THAT THE VEHICLE 
IS ALREADY ENROUTE AND BECAUSE OF URGENT REQUESTS TO GET IT HERE 
DID NOT REPEAT DID NOT HAVE LEXAN INSTALLED IN THE STATES. 

3. PLEASE NOTIFY RSO AS TO WHEN LUXAN SHIPMENT FOR THE 

FOUR VEHICLES IS ENROUTE. ONCE LEXAN HAS ARRIVED RSO WILL 
CONTACT RTC TO SCHEDULE INSTALLATION. 
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